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R. Periodic operating reports & reSafed correspondence
8503140407 "Semiannual Effluent Rept for Jul-Dec 1984." W/850301 Itr. SHIFFER.J.D. Pacific Gas & Electric Co. 84/12/31. MARTIN.J.B. Region 5, Office of Director. 37pp. 29382:253-29382:288.
8503150326 Monthly operating rept for Jan 1985.W/850205 Itr. KANICK.B., SISK.D.P., THORNBERRY.R.C. Pacific Gas & Electric Co. 85/01/31. 6pp. 29393:358-29393:363.
S. Reportable occurrences, LEBs & related correspondence
8503280629 LER 84-029-00:on 840411,containment ventilation isolation actuated due to open instrument inverter output breaker. Cause unknown. No permanent corrective actions taken. W/841130 Itr.Related correspondence.
KELLY.W.J., SHIFFER.J.D. Pacific Gas & Electric Co.  #185 530. 84/11/30. 3pp. 29563:049-29563:051.
8503280637 Special Rept 84-14:on 841102,Unit 1 18-month fire barrier insp identified six conduits & one cable penetration not sealed in accordance w/Installation Procedure DCP 2.Fire watch established.Related correspondence. SHIFFER.W.A. Pacific Gas & Electric Co. #185 623. 84/12/07. MARTIN.J.B. Region 5, Office of Director. 1p. 29563:048-29563:048.
8503070173 Ro:qn 85021S.steam line high delta-pressure safety injection signal received.Safety injection signal caused ECCS to initiate & discharge to RCS.Cause under investigation.
THORNBERRY.R.C. Pacific Gas & Electric Co. 85/02/13. BRIAM.W. San Luis Obispo, CA. 2pp. 29267:198-29267:199.
8503010423 LER 85-006-00:on 850125,both RHR trains inoperable.Caused by closure of loop 4 RHR suction valve MOV-8702 due to loss of 4-kV bus voltage.Suction valve opened & RHR flow established within 2 minutes.W/850225 Itr. SISK.D.P..  SHIFFER.J.D.  Pacific Gas &  Electric  Co.  85/02/25.  3pp.  29168:075-29168:077.
8503110204 Part 21 rept re fire dampers w/closure springs supplied by Ruskin Mfg Co.Deficiency identified in vendor 841106 Part 21 rept.Dampers being tested to evaluate possible closure problems under air flow conditions.
SHIFFER.J.D. Pacific Gas & Electric Co. 85/03/05. EISENHUT.D.G. Division of Licensing. 1p. 29286:127-29286:127.
8503140525 LER 85-007-00:on 850204 & OS.control room ventilation sys automatically transferred from normal mode to pressurization mode.Caused by contractor technician
"305 Itr. 2pp.  29376:354-
performing startup testing on Unit 2 solid state protection sys.W/850305 Itr. SISK.D.P.,  SHIFFER.J.D.  Pacific Gas &  Electric Co. 85/03/05.
29376:355.
8503140544 LER 85-010-00:on 850205,audit determined that 6-month leak test on 400-mCi Cs-137 check source not performed within time requirement.Caused by incorrect classification of sealed source.Applicable records corrected.W/850305 Itr. SISK.D.P..  SHIFFER.J.D.  Pacific Gas &  Electric Co.  85/03/05. 2pp.  29376:344-29376:345.
8503180261 LER 85-008-00:on 850205,time limit for performing isotopic I analysis exceeded.Caused by communication failure. Operating procedure revised to prevent recurrence & operators retrained.W/850307 Itr.
SISK.D.P.,  SHIFFER.J.D.  Pacific Gas & Electric Co. 85/03/07. 2pp. 29419:206-29419:207.
8503250322 LER 85-009-00:on 85021 S.steam line differential pressure injection signal received.resulting in safety injection, turbine trip & reactor trip.Caused by frequency interference from radio.Procedure rGviscd.W'850313 Itr.
SISK.D.P..  SHIFFER.JD.  Pacific Gas  &   Electric Co.  85/03/13.  3pp. 29501:248-29501:250.
U. Congressional/Executive Correspondence
8503120504 Responds to 841217 Itr & suppls NRC 841213 Itr re criticisms raised by Asselstine concerning decision to license facility w/o requiring adjudicator/ proceedings on possible effects of earthquakes on emergency planning. PALLADINO.N.J.   Commissioners.   85/02/25.   MARKEY.E.   House   of   Rep.   9pp. 29338:122-29338:131.
-8503120508 Informs of review of Commission 841213 Itr re Asselstine charges concerning facility issue.Commission response to 841114 Itr unacceptable.Full response expected.                                                                  '
MARKEY.EJ. House of Rep., Interior & Insular Affairs. 84/12/17. PALLADINO.N.J. Commissioners. 1p. 29338:131-29338:131.
V. Operator Examinations
8503280592 Forwards matl re simulator initial conditions & malfunctions to aid in preparing for initial senior reactor operator license & certification exams to be administered in Jan 1985.Related correspondence.
SHIFFER.J.D. Pacific Gas & Electric Co. #185 410. 84/11/29. PATE.R.J., ELIN.J. Region 5, Office of Director. 1p. 29563:054-29563:054.
8503280614 Responds to 841126 telcon re observation training for D Barkley.Remaining 4 wks of required 12-wk observation time should be waived.Related correspondence.
SHIFFER.J.D. Philadelphia Electric Co. #185 409. 84/11/29. PATE.RJ., ELIN.J. Region 5, Office of Director. 1p. 29563:052-29563:052.
8503280678 Requests issuance of dual operating licenses to all Unit 1 licensed personnel upon successful completion of unit differences exam & recognition as multi-unit licensed plant.Related correspondence. SHIFFER.J.D. Pacific Gas & Electric Co. #185 265. 85/01/21. MARTIN.J.B., ELIN.J. Region 5, Office of Director. 1p. 29563:001-29563:001.
8503120363 Forwards Exam Rept 50-275/OL-85-01 of exam administered on 850114-18.
PATE.RJ. Region 5, Office of Director. 85/03/07. SHIFFER.J.D. Pacific Gas & Electric Co. 1p. 29316:210-29316:272.
-8503120459 Exam Rept 50-275/OL-85-01 on 850114-1 S.Exam results:senior reactor operator & two instructor candidates passed written & operating exams & one instructor candidate failed.
JOHNSON.G.W., ELIN.J.O. Region 5, Office of Director. 85/02/01. 62pp. 29316:211-29316:272.
8503190489 Informs that operator & senior operator written exams scheduled for 850521.Oral exams scheduled for 850522-24,30 & 31.Approved ref matl listed in Encl 1 must be submitted by 850320-Requirements for conducting exam also encl.W/o ends.
PATE.RJ. Region 5, Office of Director. 85/03/13. SHIFFER.J.D. Pacific Gas & Electric Co. 2pp... 29407:110-29407:111.
DOCKET 50-276 GEORGIA TECH RESEARCH REACTOR
P. Operating license stage documents & correspondence
8503250178 Forwards Amend 6 to License R-97 & safety evaluation.Amend authorizes possession.but not use.of fuel from AGN-201 reactor.License R-111. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/14. KARAM,R.A. Georgia Institute of Technology, Atlanta, GA. 3pp.
-8503250182 Amend 6 to License R-97,authorizing possession of fuel from AGN-201 reactor, License R-111 & changing Tech Spec to show modified organizational structure for mgt of Nuclear Research Ctr. THOMAS.C.O. Standardization & Special Projects Branch. 85/03/14.13pp.
-8503250185 Safety evaluation supporting Amend 6 to License R-97.
*    Office  of   Nuclear  Reactor  Regulation,   Director.  85/03/14.   2pp,   29497-045-29497:046.
Q. Inspection reports, IE Bulletins & correspondence
8503060848 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if matls considered proprietary.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/06. KARAM.R.A. Georgia Institute of Technology, Atlanta, GA. 1 p. 29252:342-29252:342.
DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2
F. Security, medical, emergency & fire protection plans
8503180457 Forwards public version of Rev 15 to App D-4 & Rev 13 to App I-2 of Emergency Plan Implementing Procedure EP-209 re personnel safety team & chemistry & health physics contractor call list.respectively.Affidavit encl. DALTROFF.S.L Philadelphia Electric Co. 85/01/10. MURLEY.T.E. Region 1, Office of Director. 4pp. 29402:266-29402:281.
-8503180465 Public version of Rev 15 to App D-4 & Rev 13 to App I-2 of Emergency Plan Implementing Procedure EP-209 re personnel safety team & chemistry & health physics contractor call list.respectively, Portions withheld.
*  Philadelphia Electric Co. 84/12/12. 13pp. 29402:270-29402:281.
8503180462 Public version of Rev 7 to Emergency Plan Implementing Procedure EP-202, "Operations Support Ctrs Activation," & Rev 14 to EP-209, "Telephone List for Emergency Use." & index.W/JM Felton 850308 release memo & 850213 Itr. COONEY.MJ. Philadelphia Electric Co. 85/02/13. MURLEY.T.E. Region 1, Office of Director. 81pp. 29401:297-29402:013.
8503210020 Forwards environ assessment & finding of no significant impact re util 830527,0916 & 1203 requests for seven exemptions from 10CFR50,App R requirements.Publication in FR requested.
GEARS.G.E. Operating Reactors Branch 4. 85/03/04. BAUER.E.G. Philadelphia Electric Co. 5pp. 29480:120-29480:128.
-8503210022 Environ assessment & finding of no significant impact re util 830527,0916 & 1203 requests for seven exemptions from 10CFR50,App R requirements. LAINAS.G.C. Assistant Director for Operating Reactors. 85/03/04. 4pp. 29480:125-29480:128.
8503290005 Forwards Insp Repts 50-277/84-39 & 50-278/84-32 on 841201- 850131. COLLINS.S.J. Region 1, Office of Director. 85/03/06. DALTROFF.S.L Philadelphia Electric Co. 2pp. 29565:143-29565:161.
-8503290010 Insp Repts 50-277/84-39 & 50-278/84-32 on 841201-850131 .No unacceptable conditions identified.Major areas inspected: operational safety.radiation protection.physical security, LERs & maint.
JOHNSON.J.P., WILLIAMS.J.H.. BEALL.J.E. Region 1, Office of Director. 85/03/03. 17pp. 29565:145-29565:161.
8503150364 Forwards Insp Repts 50-277/84-40 & 50-278/84-19 on 841210-13 & notice of violation.Steps taken to correct violations noted in ends to 821112 & 831024 Itrs verified.
EBNETER.S.D. Region 1, Office of Director. 85/03/08. DALTROFF.S.L. Philadelphia Electric Co. 2pp. 29371:060-29371:072.
-8503150373 Notice of violation from insp on 841210-13.
*  Region 1, Office of Director. 85/03/08. 1p. 29371:062-29371:062.
-8503150383 Insp Repts 50-277/84-40 & 50-278/84-19 on 841210-13. Violation noted:failure to maintain fire barrier integrity.
KRASOPOULOS.A., ANDERSON.C.J. Region 1. Office of Director. 85/02/27. 10pp. 29371:063-29371:072.
8503180104 Responds to NRC 850206 Itr re violations noted in Insp Ropts 50-277/84-33 & 50-278/84-27.Corrective actions:temporary emergency procedure change immediately initiated.Procedure EP-101 revised on 841106.
DALTROFF.S.L. Philadelphia Electric Co. 85/03/08. MARTIN.T.T. Region 1, Office of Director. 3pp. 29386:177-29386:179.st encl.
